
PRE TAKE OFFS 

0225 £ BELOW 60 M, BELOW 40 M, EGT 325 OR LESS, RPM 75 PER CENT, 

80 KX AS OR LESS, INVERTER NO l ON, AC GEN OUT, AUTO PILOT 

DISENGAGED. 

0225.5 £ SANE EXCEPT A OK 

0226 Z SANE AS 0225 £ 

0227 Z SAME AS 0225 £ 

0227*5 £ SAME AS 0225 £ 

022 8 £ SAME AS 0225 £ 

REASON FOR ABOVE PROBABLY OXYGEN PRI ON FIRST CHIRP. 


022S.5X TAKE OFF? 


BELOW 60 M, BELOW 40M, EGT 500-325 DEG C. RPM 75 PERCENT, 


INVERTER l 0 

3 ' fXQMIBSIt FROM auto- 
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